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Photo 10/71—Litho in U.S.A. 










RIALTO, CALIF. Store No. 4284 
850 E. Foothill Blvd. Western Region 


JESSE J. PFIZENMAYER, JR. 


1928—July 17, born in 
Philadelphia, Pa. 


1946—June, graduated from 
West Catholic High 
School, Philadelphia, Pa. 

1947—United States Navy. 


1952—Employed by Westing- 
house as an electrician. 


1953—May, married Miss 
Beverly Manny. 

1955—November 21, entered 
employ S. S. Kresge Co. 
Stockman, Store No. 327, 
Philadelphia, Pa. 


1956—April, Junior Assistant Manager, Store No. 509, 
Upper by, Pa. 


1950—Augzet, Assistant Manager, Store No. 269, Phila- 
delphia, Pa. 


1961—February, Assistant Manager, Store No. 349, 
Glens Falls, New York. 


1962—January, Manager, Store No. 339, Rutland, Vt. 


1963—January, Manager, Store No. 397, Burlington, 
Vermont. 


1984—-Geptember, Manager, Store No. 64, Lancaster, 
a. 


1967—July, Manager, Store No. 129, Philadelphia, Pa. 


1968—June, Co-Manager, Store No, 4037, Westminster, 
California. 


sqge, Desemer, Manager, Store No. 4284, Rialto, 


Catholic. 
Eagles. 
Have one son, Charles James. 


